P1I , Status Codes : Three levels of status 


Status checking screens are attached 


• Request Level 

-100 Canceled 
0 Received 

25 In Testing 

50 Testing Complete / Awaiting Approval (sample status at 50, test status at 50 on 50 & 100) 

100 Approved (test & sample status at 100) 

150 Issued and archived (test & sample status at 100) 


• Sample Level 


-too 

Canceled 

0 

Received 

25 

In Testing 

50 

Awaiting Approval 

100 

Approved 


• Test 

Level 

-100 

Canceled 

0 

Received 

5 

Equilibrating 

10 

Ready to Setup 

15 

Ready to Test 

25 

In Testing 

50 

Test Complete 

100 

Test Approved 
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